From: Restek's Customer Response Team <OFSSERVICE@restekcorp.com > 

Sent: Thursday, September 06,2012 9:27 AM 

To: Farak, Sonja (DPH) 

Subject: GC-MS Fundamentals Seminar 


If you're having trouble viewing this email, you may see it online. 



Continue Your Education With Restek 


GC-MS Fundamentals Seminar 

Gain practical knowledge of NS detectors, GC inlets and injection 
techniques, GC column selection, basic spectral interpretation, 
maintenance, and troubleshooting. 

Presented by Rick Parmely and Neil Mosesman 


Sept. 17 Columbus, OH 
Sept. 19 Pittsburgh, PA 
Sept. 21 Buffalo, NY 


Enrollment includes all seminar materials, a continental breakfast, 
lunch, and afternoon refreshments. See our website for additional 
registration information. 



Current Course: 


FREE Live Webinar! 

GC-MS Inlet Optimization 

A gas chromatograph with mass spectrometer is a very expensive and 
complex piece of instrumentation, and detecting low-level target 
analytes with mass spectra confirmation is advantageous in numerous 
fields of study. Unfortunately, analysts often overlook getting analytes 
into the gas phase so that they can be properly analyzed. While this 
oversight is a source of many data problems, it is easily resolved by 
understanding the mechanisms behind the various injection techniques 
and knowing how to optimize your GC inlet based on the injection 
technique used. 

Presented by Michelle Misselwitz 



Sept. 18 Remote Log In 
Sept. 20 Remote Log In 



See our website for additional registration information. 


Can't make the trip? We'll come to you! 

Contact RLNSeminars@restek.com for a quote and to arrange for Restek to come 
to your facility to teach one of our courses! 
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New England 

Field Sales Representative 
1-800-356-1688, ext. 2005 

ravindra.rane@restek.com 



Darrel Zezzo 
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1-800-356-1688, ext. 2024 

darrel.zezzo@restek.com 
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This email was sent to sonja.farak@state.ma.us. To ensure that you continue receiving our emails, please add us to your address 

book or safe list. 

manage your preferences | opt out using TrueRemove®. 

Got this as a forward? Sign up to receive our future emails. 
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